UserName: Administrator
LogonDomain: EXPRESSMED
password: Expmd1923

UserName:
LogonDomain:
Specific LUID NOT found

UserName: Administrator
LogonDomain: EXPRESSMED
password: Expmd1923

UserName: EXPMD-SRV-APP$
LogonDomain: EXPRESSMED
Specific LUID NOT found

UserName: ANONYMOUS LOGON
LogonDomain: NT AUTHORITY
Specific LUID NOT found

UserName: NETWORK SERVICE
LogonDomain: NT AUTHORITY
password:

UserName: Administrator
LogonDomain: EXPRESSMED
password: Expmd1923

UserName: Administrator
LogonDomain: EXPRESSMED
password: Expmd1923

UserName: LOCAL SERVICE
LogonDomain: NT AUTHORITY
Specific LUID NOT found

UserName: EXPMD-SRV-APP$
LogonDomain: EXPRESSMED
Specific LUID NOT found

UserName: Administrator
LogonDomain: EXPRESSMED
password: Expmd1923

UserName: EXPMD-SRV-APP$
LogonDomain: EXPRESSMED
Specific LUID NOT found

UserName: Administrator
LogonDomain: EXPRESSMED
password: Expmd1923

UserName: EXPMD-SRV-APP$
LogonDomain: EXPRESSMED
Specific LUID NOT found

Press any Key to EXIT ...
